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ACTION SCI-06 

INFO OCT-01 10-14 ISO-00 ACDA-19 CIAE-00 INR-10 L-03 

NSAE-00 NSC-07 RSC-01 FEA-02 DRC-01 /064 W 

057763 

R 170907Z MAY 74 
FM USMISSION IAEA VIENNA 
TO SECSTATE WASHDC 4386 
INFO AEC GERMANTOWN 

UNCLAS IAEA VIENNA 4419 

E.O. N/A 

TAGS: OSCI, IAEA 

SUBJ: US EQUIPMENT GRANTS TO IAEA EOR 1974 - COS/1/03 
REE: STATE 91523 

1. CONTENTS REFTEL DISCUSSED WITH AGENCY (KENYERES), 

WHO ADVISES FOLLOWING. 

2. RE: ITEM 2 OF SPECIFICATION SHEET, ONE ADC, TO BE 
PURCHASED EROM NORTHERN SCIENTIFIC, AGENCY HAS PREVIOUSLY 
PURCHASED SIMILAR ITEM IN EUROPE DIRECTLY FROM DIGITAL 
EQUIPMENT. ONE SUPPLIED BY DIGITAL ON THIS PURCHASE 

WAS ALSO MANUEACTURED BY NORTHERN SCIENTIFIC, WHICH 
OFFERED CHOICE BETWEEN MODELS NS 621, NS 622 AND NS 623. 
ACCORDING TO AGENCY INFORMATION, 1974 PRICES FOR ABOVE 
MODELS ARE $1,410, $1,070 OR $1,860, RESPECTIVELY. 

ANY ONE OF THESE ALTERNATIVES IS ACCEPTABLE TO AGENCY, 
DEPENDING ONLY ON AVAILABILITY OF FUNDS TO AEC. AGENCY 
WONDERS ABOUT ORIGIN OF ESTIMATED COST OF $4,000 FOR 
ADC CITED REFTEL IN VIEW OF FACT THAT MOST EXPENSIVE 
OPTION WHICH THEY KNOW OF OFFERED BY NORTHERN 
SCIENTIFIC WOULD COST LESS THAN HALF THIS FIGURE. 

3. CONCERNING PULSE HEIGHT ANALYZER SYSTEM MENTIONED 
PARA 3 REFTEL, AGENCY SUGGESTS THERE MAY BE SOME MIS- 
UNDERSTANDING. THEY ADVISE THAT PULSE HEIGHT ANALYZER 
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ANALYZER FROM DIGITAL (INTERFACE NN 01). THEY FEEL 
THAT WHAT IS ACTUALLY REQUIRED IS AMPLIFIER SYSTEM, 
DETECTOR AND NIM BIN, WHICH ARE ALL INCLUDED IN ITEM 3 
OF SPECIFICATION SHEET. 

4. AGENCY ADVISES THAT THERE IS MINOR TYPING ERROR IN 
ITEM 3 OF SPECIFICATION SHEET. CORRECT NUMBER FOR POWER 
SUPPLY SHOULD BE 456 RPT 456 VICE 457 NOW APPEARING. 

NIM BIN IS CORRECTLY SHOWN AS 40IA/402A. 

5. AGENCY ESTIMATES THAT TOTAL COST FOR EQUIPMENT 
SPECIFIED UNDER ITEM 3 OF SPECIFICATION SHEET SHOULD 
BE APPROXIMATELY $3000, AND THAT TOTAL COST FOR EQUIP- 
MENT UNDER ITEMS 2 AND 3 SHOULD NOT EXCEED $5000, 

BRING TOTAL COST OF GRANT ACCORDING THEIR CALCUALTION 
TO APPROXIMATELY $21,000 OR ABOUT THEIR ORIGINAL 
ESTIMATE ON PROJECT. 

6. AGENCY CONFIRMS DESIRABILITY OF HAVING NIM BIN AND 
WHICHEVER ALTERNATIVE ADC IS SELECTED SHIPPED TO 
DIGITAL FOR TESTING TOGETHER WITH MINI-COMPUTER PRIOR 
TO SHIPMENT TO COSTA RICA. 

7. REQUEST THAT AEC VERIFY ESTIMATES SUPPLIED REFTEL 

FOR COST OF ADC TO BE PROCURED FROM NORTHERN SCIENTIFIC, 
AND REVIEW AGENCY UNDERSTANDING THAT PULSE HEIGHT 
ANALYZER SYSTEM AND NIM BIN ARE CURRENTLY INCLUDED 
UNDER ITEM 3 OF SPECIFICATION SHEET AS SUBMITTED. 

8. ADVISE IF FURTHER PROBLEMS.PORTER 
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